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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 04005 211130Z 
47 

ACTION HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 COME-OO DRC-01 RSC-01 

EB-11 /053W 

036997 

R 21 1 1 1 1Z MAR 74 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 7065 

UNCLAS MOSCOW 4005 

E.O. 11652: N/A 

TAGS: TBIO, XA, XE, XF, XG, XM 

SUBJECT: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: STATE 37128 

1. PER REFTEL, EMBASSY ADVISED SOVIET FOREIGN TRADE ORGANIZA- 
TION MEDEXPORT OF VOLUNTARY RECALL OF INTRAVENOUS CATHETER 
PRODUCTS MADE BY DESERET PHARMACEUTICAL. 

2. MEDEXPORT HAS NOW CONTACTED EMBASSY TO ADVISE THAT IT 
CAN FIND NO RECORD OF PURCHASE FROM DESERET. 

HOWEVER, IN ORDER CARRY OUT FURTHER SEARCH, MEDEXPORT ASKS 
THAT EMBASSY SEEK TO OBTAIN NUMBER AND DATE OF CONTRACT 
UNDER WHICH DESERET PRODUCTS WERE SOLD. 

3. DEPARTMENT'S ASSISTANCE IN OBTAINING THIS INFORMATION 
FROM DESERET WOULD BE APPRECIATED. MEDEXPORT INQUIRY 
INDICATES POSSIBLE EXPORT OPPORTUNITY IN FORM OF RECORD 
KEEPING SYSTEM. 

STOESSEL 
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